Regn.No. KERBIL/2012/45073 
dated 5-9-2012 with RNI 



KERALA GAZETTE 

c<a>a>g) (floruoo 


PUBLISHED BY AUTHORITY 


C3T3) Util cOi 3 ftl <£> 2) 3 (\»1 (TOl (3D S) SJ «J«»2 (TO (AY 




29th October 2013 


Vol. II 

Thiruvananthapuram, Tuesday 

2013 6ic9bGS06nj(3 29 

No. 

cuaej^o 2 

(OTlrajmcnaatoJjoo, st^joqj 

7th Karthika 1935 

<r>cnj(3 



1935 ca.0(3(3T5>1cft.o 7 



PART III 

Stores Purchase 


Health Services Department 

TENDER NOTICE 

No. G-4382/12. 27th September 2013. 


Sealed tenders are invited from reputed firms for 
supplying the following Equipments to Taluk Head 
Quarters Hospital, Tirurangadi. 


SI. 

No. 

Name of Equipment 

Quantity 

1 

Sterilizer (Large) 

1 No. 

2 

Oxygen Cylinder with stand, flow 
meter 

1 No. 

3 

Cardiac Monitor 

1 No. 

4 

Defibrillator with Cardiac Monitor 

1 No. 

5 

Cardiac Table 

1 No. 


The tenders should be addressed to the undersigned 
with superscription of “Tender for supply of equipments 
for Dialysis Centre”. 


EMD—1%. 

Cost of tender forms: 

Original—? 1,000 + VAT (4%). 

Duplicate—? 500 + VAT (4%). 

Last date and time of issuing tender form— 
31-10-2013, 3 p. m. 

Last date and time of receipt of tender—31-10-2013, 
3 p. m. 

Date and time of opening of tender—1-11-2013, 
11 a. m. 













If a negotiation is made, it will be with the lowest 
tenderer only. 

Further details if any, can be had from the office of 
the undersigned during office hours. 
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Govt. T.H.Q. Hospital, 
Tirurangadi, 
Malappuram Dist. 
Phone: 0494 2460372. 


(Sd.) 

Superintendent. 





